Some possible network configurations: 

Least Isolated, NOT recommended 


Network A 


vCenter 

172.16.f 

54.3 


Ops Manager Director 

172.16.6^ 

110 


Products 172.16.88. 

4-172.16.8f 

150 


gf vCenter's IP address is on this network 

0 Ops Manager Director's routable IP address is on this network 

More Isolated 

Network A Network B 


vCenter 172.16.64.3 ^ 

172.16.64.10 H Ops Manager Director 172.16.80.10 

^^^^^^^^^^^^^^^^^^^^^^^^^^1 Products 


g[ vCenter's IP address is on this network O vCenter's IP address is on this network 

□ Ops Manager Director's routable IP address is on this network gf Ops Manager Director's routable IP address is on this network 


Most Isolated, recommended 


Network A 


Network B 

1 vCenter 172.16.64.3 | 



H 172.16.64.10 

1 Ops Manager Director 172.16.80.10 I 




g[ vCenter's IP address is on tliis networl< 

O vCenter's IP address is on this network 


□ Ops Manager Director's routable IP address is on this network 0 Ops Manager Director's routable IP address is on this network 


Network C 


Products 172.16.88.4 - 172.16.88.50 


O vCenter's IP address is on this network 

□ Ops Manager Director's routable IP address is on this network 

Network admin must ensure Ops Manager Director's IP is routable from Network C 


